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- SPECIAL REPORT 


In This Issue: 8 Pages of “Ideas at Work” You Can Use 











Whatever you need 


Whichever you prefer 


Rockwell makes both tin meters and “hard case” 
aluminum meters in domestic sizes for every low 
pressure service. Both types are made to the highest 
quality standards. Both offer you a long life of accu- 
rate performance plus easy maintenance and low 
repair costs. Whatever your meter needs, whichever 
type meter you prefer, you can buy from Rockwell 
with confidence and the assurance of receiving the 
proven value of long established products. For bulletins 
write Rockwell Manufacturing Company, Pittsburgh 
8, Pennsylvania. 
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SORRY,OLD MAN ,WE BUY ONLY 
GAS DISTRIBUTION EQUIPMENT 
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...and AG) is the only magazine serving 
the GAS DISTRIBUTION people — exclu- 
sively. Straightline editorial for a distinct 
and separate $950-million industry. (No 
gas production. No gas pipelining. No 
waste circulation. Just plain gas dis- 
tribution.) 
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Study your product. Study your market. 
You don’t have to blow your budget all 
over the lot. Buy AGJ — the oldest book 
with the newest look — UP in total paid; 
UP in buying titles; UP in renewals. 


It’s So much easier. . .and more effective! 
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